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The iVlcro Ethernet Transceiver Series of products are direct attach IEEE 8QZ3 and 
Ethernet Version 1.0 and 2.0 devices. ATI supports all corrrmn Ethernet rreda vuth 
Mcro Transceivers for thin coax (10BASE2), UTP (IDBASE-T) and Fiber Optic 
(10BASE-FU FOIRL) LAN systems. The transceivers support a single AUI that 
attaches oirectiy to the AUI 15-pin connection lex rid on mast Ethernet stations 
(ui ts). Direct AUI ccrredon reduces cabling costs for the installer. 
All ATI transceivers are equipped vuth LEDs providing status and diagnostic 
irfbrrraticn. LEDs make LAN installation and troudeshooting easy for the installer. An 
easily accessible. Leer-selectable SQE Testsvutch (heartbeat) is also provided on all 
rrodels. ATI uses quality prcdud: packaging for increased reliability. ATI shoves a high 
level of confidence in these mcro transceiver products v\hich corre vuth a 5 yea 
v\arranty. 

f^L|JLIctflGn 

An SQE Test swteh is available to provide IEEE 802.3 Ethernet SQE Testing. If 
required, place the SQE Test svutoh to the 'ON" position The arrber LED indicates 
the SQE Test is enabled. If the DTE does not require an SQE Test, or if the DTE is a 
repeater, place SQE Test svutch to 'OFF. "The green LED indicates the SQE Test is 
disabed. Disable the heartbeat function by turning the SQE Test svutoh 'OFF" Wren 
the Ethernet MAU is connected to a repeater to eliminate the possibility of excessive 
collisions. 

Installation 

The AT-MX1Q5 comects oirectiy to a DTE or v\orkstation AUI corrector. Plug the 
transceiver into the 15-pin AUI connection on the DTE and slide the connector latch 
into place. Pov\er on the DTE and verify that the Pov\er LED is lighted. Check to 
ensure that the SQE Test setting is appropriate for equiprrent per the above 
leqJrerrents. Plug a BNC-T into the AT MXIOS MAU located at end of Ethernet 
segment Attach 50Wterrrirator to vacant side cf'T"' connector. If the AT MK1Q5 is 
located in the rriddle of a segment, connect the 'T" to the AT MXIOS and attach thin 
coax segrrents to each side of the T." IEEE 802.3 Specifications: 185m (606 ft) 
rraxinxm cable length, n^ximumof 30 MAU transceiver attachments. 

Allied Telesyn Limited Vferrarty 

Allied Telesyn (ATI) warrants to the original cornciT^/purchaser that each of its products, and all 
corrponents thereof will be tree from defects in rraterials and/or workmanship for 5 years (for the 
Mcro Transcei\«r series of Products) fromthe original date of purchase. Any warranty hereunder is 
extended to the original consLrrer/purchaser and is not assignable. 

In the event of a malfunction or other indication of product failure attributable oirectiy to faulty 
workmanship and/or materials, ATI will, at its option, repair or replace the defective products or 
corrponents at no additional charge as set forth herein Repair or replacement product wi II be 
furnished on an exchange basis and will be either reconcftioned or new at the option of ATI . All 
replacement parts becorre the property of ATI . This lirrited warranty does not include service or 
repair damagetothe product resUtir^ from accident disaster, rrisuse, neglector nTxJficaUcnof the 
product 

Service Lrder this warranty rnay be obtained by tetirnir^ the product to ATI, and only after receiving 
authorization by ATI by issuance of a Return Material Authorization (RMA) number, with shipping 
charges prepaid, in the original shipping container or like container, and with proof of date of 
purchase inducted with the returned product The RMA nurrber MUST be marked dearly visible on 
the outside of the shipping container. Any material returned without such RMA markings shall be 
rejected and returned to sender unopened. There shal I be no warranty for either parts or labor after 
the expiration date of 5 years (for the Micro Transceiver Series cf Products) fromthe original date of 
purchase, uriess the original consiJiTer/purchaser has purchased an Extended \Aferranty. \Aferranty 
beyond the fifth year is subject to the terms of the extended warranty program purchased. 

Products will be returned to the consumer after repair or replacement has been completed and by 
the carrier and method of delivery chosen by ATI, to any destination within the United States of 
America. If the consumer ctesires some ctherspedfi^ or it is located beyond the 

U.S.A borders, then the customer shall bear the cost of the retun shipment 

ATI MAKES NO EXPRESS OR IMPUED WARRANTIES INCLUDING, BUT NOT UMTTED TO, 
ANY IrVPUED WARRANTY OF MERCHANT! BIUTY OR FITNESS FOR A PARTICULAR 
PURPOSE, EXCEPT AS EXPRESSLY SET FORTH IN THIS WARRANTY. IN NO EVENT 



SHALL ATI BE LIABLE FOR INCIDENTAL OR CONSEQUENTIAL DAMAGES, COSTS, OR 
EXPENSES ARISING OUT OF OR IN CONNECTION VMTH THE USE OR PERFORMANCE 
OF THE PRODUCT DELIVERED HEREUNDER. 

Some gcMsrrrrents do rotallcwthe exdLEion or I irritation of inddental or consequential damages 
IbrconsLmer products, so tr« above linitation of exdusion may ret apply to you. 

U.S. FEDERAL COMVUNGATIONS COMMISSION 

This equipment has been tested and Ibund to comply vuith the limits for a Class B digital device, 
pursuant to Part 15 of the FCC rules. These lirrtts are designed to provide reasonable protection 
against harmful interference in a residential installation This equipment generates, uses and can 
radiate radio frequency energy and, if not installed and used in accordance vuith the instructions, may 
cause harmful interference to radio ccmrruni cations. Howler, there is no guarantee that 
interference v\ill not occur in a particular installation. If this ecfjpment does cause harmful 
interference to radio or television reception, v\nich can be determined by turning the equpment off 
and on, the user is encouraged to try to correct the interference by one or more of the fcJIovyng 

- Reorient or relocate the receiving antenna. 

- 1 ncrease the separation betwsen the equipment art! the receiver. 

- Correct the eqjpment into an outlet on a d rout dtfferer* from that to v\rich the receiver 

is connected 

- Consult the dealer or an e>perienced radio/TV technidan for help. 

Charges and Modifications not expressly approved by the rranLfactirer or registrant of this 
equpment can void your authority to operate this equpment under Federal Corrrrrrications 
Commission rules. 

CANADIAN DEPARTMENT OF COMMUNICATIONS 

This digital apparatus does not exceed the Class A limits for radio noise emissions from digital 
apparatus as set out in the radio interference regulations of the Canadian Department of 
Ccrrmuni cations. 

Le present appareil nurerique n'emet pas de bruits radio eJectriques depassent les lirrites 
applicables aux aprpareils nureriques de Classe A prescrites dans le reglement sur le broullage 
radio electrique erJcte par le mristere des Communications du Canada. 

BESCHEIMGUNG DES HERSTEU_ERS/IIUPORTEURS 

Hierrrit wrd taescheinigt, dass der MXIOS Micro Transceiver in UebereinstirrrruTg rrit den 
Bestirrmungen der Vfg, 104&1384 fLrrk-ertstoert ist Der Deutschen Bundespost w_rde das 
Iriverkehrbringen dieses Geraetes angezeit und die Berechagurg zrr LieberpruefuTg der Serie rut 
Einhaltung der Bestimrungsn eingeraeurt VcnBenutzerzusamrrengesteJIteSysterm dedieses 
Geraet beihatten, muessen den Bestirmrungen von Vfg 104&1384 ertsprechen. 
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UGHTMNG DANGER 

DANGER: DO NOT WDRK on equpment or CABLES during periods of LIGHTNING 
ACTIVITY. 

Operating temperature 

This product is designed for a n~axi mum aniaert temperature of 40 degrees C. 
Environmental Air Notice 

CAUTION: UL listed for use in other Enuirorrrertal Air Spaces in Accordance vuith 
Article 30022(C) of the U.S.A National Electrical Code. Note: Product is not Plenum 
rated 

All Countries: Irrstall procLtt in accordance vuth local and National Electrical Codes. 
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GEFAHR DURCH BUTZSCHLAG 

GEFAHR: Keine Arbeiten amGeratoder anden Kabeln wa hren d eines Gevutter 
ausfuhren. 

BETRI EBSTEMPERATUR 

Dieses P rodukt \A^Tde tu' den Betiieb i n ei ner Urrpeb^ 
als 40° C ertoAorten. 

Alle Lander: Installation mi5 drtlichen trd nationalen elektrischen Vcxschriften 
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FARE UNDER UVEJR 

FARE: UNDLAD at arbejde pa udstyr eJler KABLER i perioder med LYNAKTIVITET. 
BETJEM NGSTEiVPERATUR 

Detteapparaterkonstruerettil encrrpjverrieterrperaturpa rraksirmrn-OOgraderC. 

Alle Lande: Installation af procluktet skal ske i cA^rensstemrrelse rred lokal og 
national IcMgivning for elektriske installatiorer. 



VEIUGHBD 

f ^\ GEVAAR VOOR BU KSEMI NSLAG 

GEVAAR: NIET aantoestellen of KABELS VMERKEN bij BUKSEM 
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Bedri jf sternperatuur : 

De omg&yingstErrperatLLr \joar dt produkt mag niet rreer bedragen dan 40 graden 
Celsius. 

Allelanden: hettoestel i retailers CAA^reerkorrEtig de locale en rationale elek&iscne 
\joorschriften. 



DANGER DE FOUDRE 

DANGER: NE PAS MANIER I'equpementou les CABLES pendant les peri odes 
dactiv/ite orageuse. 

TEMPERATURE DE FONCTIONNEIVENT 

Ce produit est capable de tolerer une terrperatije arrbiarte maxinxmde 40 degres 
Celsius. 

Pour tous pays InstallerleprodurtcorformErr^^ 
et locales. 



TURVALUSUUS 
SALAMANISKUVAARA 

hENGENVAARA: ALATYOSKENTELE laitteiden tai KAAPELEIDEN KANSSA 
SALAMOINISflN AIKANA. 
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KAYTTOIAWPOTILA 

J^L Tama tLcte cn suurriteltu ymparoivon ilrran rraksimlarrpotilalle 40°C. 

Kaikki maat Asema tuotepaikallistenja karBallistensahkbtLr\^llisuLEmaara>sten 
mJoisesti. 



NOFBVE Dl SICUREZZA 
PERI COLO Dl FULMM 

PERI COLO NON LAVORARE sul dspositiwD o su CAVI durante PRECI PITAZIONI 
TEMPORALESCHE. 

, Temperatura di funzionamento 

J^k CXiesto prodotto e concepito per una temperatura arrbientale massirrB di 40 grad 
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Tutti i paesi: installateil prodotto inccrtbrrrita allevigenti narrative elettricne 
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FARE FOR LYNANTENNELSE 

FARE: MA IKKE BRUKES pa utstyr eller ledringer rrens LYN-AKXIVITET er i gang. 
Driftstemperatur 

DetteprrxlLi<tetharblittfTerrEtilttil bnJ< rted maksirrLrnrcolerrperatLr pa40grader 
celsius. 

Alleland: Produktet ml installeres i samovar mad de lokale og resjonale elektriske 
toder. 
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SEGURANCA 

PER GO DE CHOQUE CAUSADO POR RAIO 

PER GO: NAOTRABALHE no equiparrento ou nos CABOS durante penodos 
suscetfveis de QUEDAS DE RAIO. 

TEMPERATURA DE FUNCIONAhENTO 

Este produto fbi prpjetado para urra temperatura arrbiente maxima de 40 graus 
centfgrados. 

Todos os paises: I nstale o produto de acordo comas rormas federais e locais para 
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PEJJGRO DE RAYOS 

PEUGRO: NO REAUCE NINGUN TIPO DE TRABAJ O O COfMEXION en los 
equposoenLOS CABLES durante TDRMENTAS DE RAYOS. 

Temperatura requerida para la operation 

Este prodLcto esta dsenado para una terrparatLra arrbiertal rnaxirnade40 grades 
C. 

Para todos los paises Monte el producto de acuerdo con los Codgos Electricos 
locales y nadonales. 
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SAKERHET 



FARA FOR BUXTFsEDSLAG 



FARA: ARBETA EJ pa utrLEtringm eller katJama \Ad ASKVADER. 



Derma pmclJ<t^kDnstTLeradfCTri^iEterrp6ratLr^ Ov«r5tigande40 grader Celsius. 



Allalander: IretelleraprrxiLidenienliahetm 
elektrisk utrustring. 



STAMDARDS: This port irt rreete the following standards: 
RFI Errission EM55CE2 Class B 
IrrrrLrity EN50082-1 

Electrical Safety EN60950, UL1950, CSA950 
NORIVES: ce produrt est conrom-e aux normes de SLivortes: 
Errission cf interferences racicelectriques EM55022 Classe B 
Irrrrurite EN50082 - 1 

Securrte electrique ENG0950, UL1950. CSA 950 

NORA/EN: CSeses Produkt erfullt die Arforderungen der nacnfblgenden Norrren. 
Hocr-tfrequenzstortrig EN55022 Klasse B 
Stosicherheit EN50082-1 

Elektrische Sicherheit EN60950, UL1950, CSA 950 
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For rrore infcrrration on ATI prcducts available today and in the tutue, contact your local ATI 
representatiys: 




Offfce: 
Phone: 
Fax: 




Offfce: 
Phone: 
Fax: 



PN 613-10401-00 Rev. B 



960321 
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